
5320 MACOMB ST., N.W 
1202) 244-lflA! OR 9C« 0012 


December 18, 1982 


Vincent J. Weiner 
Philip Morris 
100 Park Avenue 
New York, New York 10017 

Dear Vince: 

Enclosed note photographs of the four Marlboro clocks 
at Laurel. All highly visible ... all perfect time¬ 
keepers. Incidentally, you got a big exposure bonus 
for the clocks this year since we had a summer meeting 
of 48 days. Plus the 60 days of our regular fall 
meeting. Total 108 days. 

In 1983, we open on September 14 and continue thru 
December 9. I'll brief you later with further details, 

Charlotte and Ken Schertle join me in warmest regards 
for the Holiday Season. 

Cordially, 


Emanuel Levine 
Washington Office 


cc: K. Schertle 
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